Completed in 1916 at a cost of $6,000,000. 
Opened to the public in January, 1917. One 
and nine*tenths miles long including both 
east and west highway approaches, the 
Municipal Bridge spans the mighty Missis* 
sippi between St. Louis, Mo., and East 
St. Louis, 111. 
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